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MICRO SWITCH and Honeywell Meter 
Purchasing and Service Guide 

For factory direct service 

technical information, application assistance, 
prices, delivery and placing orders, 
please contact us at - 


MICRO SWITCH 

A DIVISION OF HONEYWELL 

24-30 Skillman Avenue 
Long Island City, New York 11101 
Phone 21 2/ST -6-5005 


t i 


off the shelf” purchases 





Authorized Distributors - 




For MICRO SWITCH 

BRONX, N.Y. 10051 

BROOKLYN, N.Y. 11215 

BROOKLYN, N.Y. 11232 

* ’'BROOKLYN N.Y. 11207 

LONG ISLAND CITY N.Y. 
11101 

LYNBROOK, N.Y. 11563 
NEW YORK, N.Y. 10013 
NEW YORK, N.Y. 10007 
NEW YORK, N.Y. 10001 
NEW YORK, N.Y. 10011 
NEW YORK, N.Y. 10013 


Brooklyn Elec. Supply Co. 

Kingsboro Elec. Supply Co 

Herman H. Smith, Inc. 

Bridge Plaza Elec. Supply 
Co. Inc. 

Peerless Radio Dist. Inc. 
Baitinger Elec. Co. Inc. 
Blan Electronics Corp. 


Turtle & Hughes, Inc. 






PLAINVIEW, N.Y. 11803 Mid-Island Elec. Sales, 

POUGHKEEPSIE, N.Y.12602 Electra Supply Co., Inc. 

WHITE PLAINS, N.Y. 10603 H.H. Benfield Elec. Sup 

Co. Inc. 

FAIRFIELD COUNTY, CONNECTICUT 


STAMFORD, CONN. 06904 MarLe Company 

For Honeywell Meters 

* GREAT NECK, N.Y. 11021 A and M Instrument, Inc. 

) * ** NEW YORK, N.Y. 10011 E.T. Instrument & Control 
LYNBROOK, N.Y. 11563 Peerless Radio Corp. 


* ALSO METER REPAIR AND MODIFICATION CENTER 

** TOGGLE SWITCH DISTRIBUTOR ONLY 


:king 

256 E. 138th St. 

21 2/CY- 2-4670 

379 - 13th Street 

212/HY-9-8200 

350 - 37th Street 

212/SO-8-6800 

812 Snediker Ave. 

212/272-9400 

26-36 Jackson Ave. 

212/ST-4-6700 

19 Wilbur St. 

516/LY-3-2121 

76 Leonard St. 

212/WO-2-5400 

52 Warren St. 

21 2/BE -3-6288 

510 W. 34th St. 

212/LO-4-5454 

, 85 Tenth Ave. 

21 2/0 R-5- 2400 

241-243 W. Broadway 

21 2/WA-5-8260 

163 So. Service Rd. 

516/BX-3-9300 

331-337 Mill Street 

914/GL-2-9000 

25 LaFayette Avenue 

91 4/WH -8-6660 

.143 Bennett Street 

203/E D-3-6 163 

170-178 Summer St. 

203/FI -8-2645 

Community Dr. 

516/HU-7-0500 

85 Tenth Ave. 

212/OR-5-2400 

19 Wilbur Street 

516/LY-3-2121 



MICRO SWITCH 

FREEPORT, ILLINOIS, U.S.A. 

A DIVISION OF HONEYWELL 
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